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Washington,  D.  C,  December  3,  1912. 
The  honorable  the  Secretary  of  Agriculture. 

Sir:  I  have  the  honor  to  transmit  herewith  a  paper  by  Prof. 
A.  (1.  McAdie,  of  the  Weather  Bureau,  on  the  "Climate  of  San 
Francisco,"  and  to  recommend  its  publication  as  a  Weather  Bureau 
Bulletin,  the  edition  to  be  5,000  copies. 
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"UK  (  LIMATE  OF  SAN  FKANCISfO. 


INTRODUCTION. 

San  Franriscii  is  in  Jatitiuio  37"  4S'  N.,  lonj^'itudc  122°  23'  W.  from 
(iieenwich.  The  ilcilinaiiDn  at  the  present  epoch  is  18°  E.  and  the 
ilip  62°  12'.  The  difference  in  time  between  San  Francisco,  Wash- 
ini^ton.  and  Greenwich  is  as  follows: 


San  Francisco. 

Washington. 

Greenwich  (mean  civil 
time). 

12  noon 

IS  bours  (3  p.  m.). 

20  hours  (8  p.  m.) 

When  it  is  noon  at  San  Francisco  it  is  9.29  a.  m.  at  Honolulu; 
3.37  a.  m.  of  the  next  date  at  IIonfj;kong;  4.04  a.  m.  at  Manila,  and 
5.19  a.  m.  at  Yokuliama. 

In  standard  time,  San  Francisco  is  3  hours  earlier  than  New  York, 
2  houi-s  earlier  than  Chicago,  and  1  hour  earlier  than  Salt  Lake  City. 
There  is  a  dill'erence  of  9  minutes  and  32  seconds  between  mean  local 
time  at  San  Francisco  and  one  hundred  and  twentieth  meridian 
time,  the  latter  being  the  time  in  common  use. 

The  city  is  built  on  the  northern  end  of  a  peninsula  and,  except  on 
the  southern  side,  is  surrounded  by  water.  The  Golden  Gate  is  the 
water  pa.ssage  connecting  the  Bay  of  San  Francisco  with  the  Pacific 
Ocean,  and  it  forms  the  northern  boundary  of  the  city.  The  Bay  of 
San  Francisco,  extending  north  and  south  at  an  average  distance 
from  the  ocean  of  7  miles,  bounds  the  city  on  the  east.  The  bay, 
including  its  northei'n  extension,  San  Pablo  Bay,  has  an  area  of  420 
square  miles,  and  the  length  of  the  shore  line  is  approximately  100 
miles.  The  depth  of  the  water  varies  from  2  to  69  fathoms.  The 
eastern  boundary  of  the  bay,  known  as  the  Contra  Costa  and  Alameda 
shores,  is  for  the  most  part  low  lying,  the  land  rising  gradually  for  a 
distance  of  a  mile  or  more  and  then  abruptly  forming  the  Berkeley 
Hills.  Farther  east  Mount  Diablo  rises  to  a  height  of  3,849  feet,  the 
summit  of  which  can  be  plairJy  seen  from  the  hills  of  the  city,  although 
distant  32  miles. 

In  the  bay  there  are  many  islands,  the  most  prominent  being 
Angel  Island,  Y'erba  Buena,  and  Alcatraz. 

The  northern  shore  hne  is  rugged  and  the  land  rises  abruptly  from 
the  water.  The  Sausahto  Hills  have  an  average  elevation  of  110 
meters  (360  feet),  and  back  of  these  Mount  Tamalpais,  14  miles  dis- 
tant from  the  city  in  an  air  line,  reaches  an  elevation  of  792  meters 
(2,596  feet). 
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San  Francisco  covers  an  area  of  46.5  square  miles.  Within  the 
city  limits  are  numerous  liills,  varying  in  elevation  from  46  meters 
(150  feet)  to  286  meters  (938  feet).  The  highest  elevation  is  Mount 
Davidson.  938  feet:  followed  closely  by  Mount  Sutro,  formerly 
known  as  Blue  Mountain,  920  feet;  the  South  Twin.  919  feet,  and  the 
North  Tvnn,  919  feet. 

HISTORY  OF  THE  RECORDS. 

Thomas  Tennent,  Dr.  G.  II.  (iihin.ns.  Dr.  T.  M.  Logan  and  Mr. 
John  Pettee  kept  records  of  rainfall  and  temperature  for  many  ycvii-s, 
and  through  their  labors  it  has  become  possible  to  comj)ilo  tablesof 
these  data  covering  a  period  of  63  consecutive  years,  the  record 
beginning  Scptemljer  1,  1849.  The  thermometers  used  were  of  tiio 
self-registering  pattern  and  wore  oxi)oseil  on  tlie  north  side  of  Ijuilding 
on  supports  10  inches  distant  from  the  wall  and  6  ftwt  above  the 
ground.  The  instruments  were  at  a  later  date  ccunpared  with 
Weather  Bureau  instruments  and  found  to  be  ap|)r().\inuitely  accu- 
rate. The  rainfall  records  obtained  by  Mr.  Tennent  at  the  foot  of 
Market  Street  cover  a  period  of  22  yeai-s,  from  September.  1S49,  to 
December,  1871.  A  3-inch  gauge  of  the  ty[)e  known  for  manj' years 
as  the  Tennent  gauge  was  used.  The  catch  of  this  gauge  was  carefully 
com'pared  with  the  catch  of  the  S-inch  Weatlior  Bureau  gauges  and  the 
difl'erences  were  found  to  be  small.  (Jllicial  records  began  wlien  the 
Signal  Service  Office  was  established  in  the  old  Merchants  Exchange 
Building,  the  first  observation  Ix-ing  made  Fel)ruary  2,  1871.  The 
office  was  moved  to  the  Phelan  Building  Se|)tember  4,  1890,  and  to 
the  MiUs  Building  November  1,  1893.  After  the  earthquake  and  fire 
of  April  IS,  1900.  the  office  was  reestablisluMl  in  the  new  Merchants 
Exchange  Building,  now  known  as  the  Chamber  of  Commerce. 
From  April  19  until  Sejjtember  30,  1906,  observations  of  tempera- 
ture and  ramfaU,  pressure,  wind  direction,  and  sunshine  were  made 
at  No.  3014  Clay  Street. 

The  instruments  are  now  exposed  on  the  roof  of  tiie  14-story 
buildmg  at  No.  431  Cahfornia  Street.  The  portion  of  the  roof  in  use 
has  a  width  of  122  feet  and  a  depth  of  62  feet.  The  anemometer  cups 
are  204  feet  above  the  street;  the  rain  gauge  is  191  feet  and  the  instru- 
ment shelter  198  feet  above  the  street. 

The  station  elevation  of  the  barometer  Is  147.3  feet  above  the 
reference  plane  or  city  base,  wliich  in  turn  is  8  feet  above  moan  sea 
level.  The  actual  elevation  of  tho  barometer  is  207.5  feot  above  sea 
level  or  52.2  feet  higher  than  the  level  used  as  a  station  elevation. 

Extra  instruments  are  exposed  on  the  floor  of  the  Chaml)(>r  of 
Commerce  and  in  addition  a  continuous  record  of  the  outside,  or  street 
temperature,  is  obtained.  There  k  also  a  kiosk  in  Union  Square  Park, 
near  the  comer  of  Stockton  and  Post  Streets,  with  instruments  for  re- 
cording temperature,  rainfall,  percentage  of  saturation,  and  pressure. 
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CONTROLLING  FACTORS  OF  THE  CLIMATE. 
A    clt'iucr    uinlerstandiiij,'   ol"   tlio    jjrohloins   coniiootod    witli    the 
weatlicr  of  Sail  Francisco  can  he  had  by  considering  tlio  general 
fopogrnpliy  of  the  section,  ratlier  than  tliat  of  the  city  itself!    The 
entire  district  is  one  of  marked  contrasts  in  air  drainage.     Strong 
surface  currents  of  air  will  at  times  flow  in  from  the  sea  through  the 
(inte  toward  the  Great  Valley,  while  at  other  times  these  currents 
will   he  reversed  in  direction.     The  factor  that  exerts  the  greatest 
inlluence  in  controlling  the  weather  of  the  San  Francisco  Bay  sec- 
tion is  tlie  proximity  of  the  ocean.     Tlie  factor  of  next  imi)ortance  is 
the  prevailing  drift  of  the  surface  air  from  sea  to  land  during  sum- 
mer montks  and  from  lan»l  to  sea  during  winter  months.     A  third 
factor   is   the   diversified    topography   favorable   on   the    whole   for 
local    circulation    and    consequently    so-called    local    climates.     A 
fourtli  factor  is  the  general   ])ressure  distribution  over  the  north- 
we.stern  portion  of  the  continent  ami  the  North  Pacific  Ocean.     In 
a  normal  winter  the  Aleutian  low  extends  from  latitude  40°  N.  to 
()()'  N.  and  from  longitude  130^  W.  to  140°  E.     Variations  in  the 
position  and  intensity  of  this  low  are  found  to  bear  definite  relation 
to  the  amount  and  fre(iuency  of  rain.     During  summer  months  the 
Aleutian  low  practically  disappears.     The  continental  high  and  also 
tlie  Pacific  high  play  important  rdles  in  connection  with  the  strong 
northwest  winds  of  summer  on  the  California  coast.     For  a  discus- 
sion of  the  general  relations  between  wet  and  dry  seasons  and  the 
displacements  of  pressure  areas  or  centers  of  atmospheric  action, 
the  reader  is  referred  to  Bulletin  L,  "Climatologj'  of  California/'  or 
to  the  MontlUy  Weather  Review,  AprU,  1908,  in  an  article  entitled 
"Forecasting  for  the  Pacific  Coast." 

STORM  FREQUENCY. 

Compared  with  other  portions  of  the  United  State.s,  the  San 
Francisco  Bay  section  has  comparatively  few  storms.  This  is  because 
most  of  the  recognizable  disturbances  pass  far  north  of  this  section. 
Except  in  winter  very  few  low  pressure  areas  move  from  the  ocean 
across  California,  as  nearly  all  the  storms  that  enter  the  United  States 
from  the  west  pass  far  north  of  central  California.  Since  1850  there 
have  been  during  the  months  of  June,  July,  and  August  but  13 
storms  of  the  character  mentioneil  above.  During  September,  14 
such  disturbances  have  been  noted  in  the  period  of  63  years,  and  of 
these  the  most  important  was  the  storm  of  September  22-26,  1904- 
This  storm  is  worthy  of  special  mention  as  it  stands  unparalleled 
in  the  history  of  summer  and  early  fall  disturbances.  In  four  days 
5  inches  of  rain  fell,  whereas  the  normal  rainfall  for  the  whole  month 
of  September  is  0.30  of  an  inch.  The  relative  frequency  of  storms 
increases  with  the  advent  of  winter.  During  October  there  have 
been  40  disturbances;  during  November  60;  and  during  December, 
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January,  and  February  about  200  per  month  for  the  total  period  of 
63  years.  Occasionally  there  will  be  a  winter  month  without  a 
single  disturbance,  as  was  the  case  in  December,  1870,  anil  February, 
1864.  March  is  a  month  of  moderate  frequency,  April  a  month  of 
occasional  storms,  and  May  of  few  storms. 

PKESSUKE. 

The  annual  sea-level  pressure  at  San  Francisco  as  deduced  from 
records  covering  a  period  of  38  years,  1873  to  1911  (1906  missing),  is 
30.027  inches.  The  lowest  sea-level  pressure  recorded  is  29.10 
inches,  which  occurred  February  22,  1891.  The  next  lowest  pressure, 
29.23  inches,  occurred  March  10,  1904.  The  liighest  sea-level  pres- 
sure, 30.60  inches,  occurred  December  23,  1905.  The  absolute  range 
is  1.50  inches,  and  the  mean  annual  range,  0.85  of  an  inch.  The 
pressure  is  lowest  durmg  the  summer  months,  averaging  29.92  inches, 
and  highest  in  the  winter  months,  averaging  30.10  inches.  The  daily 
pressure  is  lowest  about  5.30  p.  m.,  with  a  second  minimum  at  4  a.  m., 
and  liighest  at  10  a.  m.,  with  a  second  maximum  at  11  p.  m. 

TEMPERATURE. 

San  Francisco  has  a  comparatively  small  range  of  temjjerature. 
The  armual  mean,  bas(>d  uj)i)n  records  covering  a  period  of  40  yeai-s, 
1871  to  1911,  and  obtained  from  the  mean  of  the  daily  maximum  and 
minimum  readings,  is  13°  C.  (56°  F.).  A  truer  value  determined 
from  the  24-hourly  readings  for  a  period  of  20  years,  1891  to  1910,  is 
12.6°  C.  (54.6°  ¥.). 

The  departures  from  the  mean  are  comparatively  small  in  all 
months.  The  warmest  mouth  is  Se|nemi»er,  with  a  mean  of  15°  C. 
(59.1°  F.),  and  the  coldest  month,  January,  9.6°  ('.  (49.2°  F.).  The 
warmest  month  has  practically  the  same  departure  above  the  mean 
as  the  coldest  month  has  below.  The  annual  amplitude  is  5.5°  ('. 
(9.9°  F.). 

The  monthly  mean  temperatures  determined  from  hourly  readings, 
1891  to  1910,  are: 


Month. 


January . . 
Februa'ry. 

March 

April 

May 

June 


centi- 
grade. 


9.6 
10.7 
11.1 
12.1 
13.1 
13.5 


DKrees 
Fahren- 
heit. 


49.2 
51.3 
52.1 
53.8 
55.7 
56.3 


HoDth. 


July 

August 

September. 

October 

November. . 
December. . 


Degrees 
centi- 

D«;rees 
Fahien- 

grade. 

belt.    ' 

13.G 

56.4 

13.9 

57.0 

15.(1 

59. 1 

14.7 

58.5 

12.9 

55.2 

10.1 

60.2 

The  coldest  month  was  January,  1890,  when  the  mean  temperature 
was  7.8°  C.  (46°  F.),  and  the  warmest  month,  September,  1889,  when 
the  mean  was  18.3°  C.  (65°  F.). 

In  an  average  year  there  are  approximately  1,311  hours  when  the 
temperature  is  above  15.6°  C.  (60°  F.);  4,1  H  hours  when  the  tem- 
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pcintnic  is  al).)v.«  12.,S="  C.  (55=  F.) ;  and  7,625  hours,  or  about  87  per 
irnt  of  the  cnliro  year,  when  the  tomporaturp  oxcpods  10°C.  (50°  F.). 

DiirtMoncos  hotwpcn  day  and  nijrht  toinperatures  are  small.  The 
wannest  hour,  2  p.  ni.,  has  a  moan  temperature  of  15.1°  0.(59.2°  F.), 
The  coolest  hour,  6  a.  m.,  has  a  mean  temperature  of  10.5°  C.  (50.9°  F.) . 

The  lushest  temperature  ever  recorded  in  San  Franci.sco  is  38.3°  C. 
(101°  F.).  Tliis  occurred  S.-ptemher  8,  1904,  during  a  prolonged 
period  of  warm  weatlier.  For  4  consecutive  days  maximum  tem- 
peratures exceeded  32.2°  ('.  (90°  F.).  This  was  the  warmest  spell 
of  which  there  Is  record  in  San  Francisco.  In  the  past  20  years  there 
have  been  27  days  on  which  tlie  temperature  exceeded  32.2°  C. 
(90°  F.) ;  l)ut  with  the  exception  noted  above  there  has  been  no  period 
of  3  consecutive  days  when  this  temperature  has  been  exceeded. 

The  lowest  temperature  recorded  since  1871  is  -1.7°  C.  (29°  F.), 
which  occurred  January  15,  1888.  In  the  last  20  years  the  tempera- 
ture has  not  fallen  below  0°  C.  (32°  F.). 

The  following  table  gives  the  monthly  and  annual  extremes  of 
temperature,  from  1S71  to  1911,  inclusive: 


January 

Febniary . . 

March 

.\pril 

May 

June 

July 

.August 

September . 

October 

November. 
December. . 


.^U  rears. 


Maximum. 


•C.   °F. 
28      78 


27 
27 
31 
3<j 


Lowest 
maximum. 


38  100 

37  98  i 

33  92 

38  101 

34  94 
28  83 
22  72 


°C.'F. 

14  58 

16  60 

17  62 
17  63 
21  70 
19  67 

19  66 

20  69 


38  101 


20 

69 

22 

72 

IS 

64 

13 

59 

14  58 


Minimum. 


°C. 

-1.7 

.6 

.6 

2.0 

6.0 

8.0 

8.0 

8.0 

8.0 

7.0 

3.0 

1.0 


Highest 
minimum. 


°C.'F. 

8  46 

8  47 
10  .50 

9  49 
10  50 
12  53 
12  54 
12  54 
12  53 
12  53 
10  50 


12  54 


The  absolute  range  of  temperature  from  1871  to  1911  is  40°  C.  or 
72°  F. 

SITN  SHINE. 

The  amount  of  sunshine  received  at  San  Francisco  is  not  as  large 
as  might  be  expected,  but  nevertheless  compares  favorably  with  that 
of  other  cities  in  the  United  States.  The  average  number  of  hours 
in  a  year,  based  upon  hourly  records  from  1894  to  1910,  is  2,807,  or 
63  per  cent  of  the  possible.  The  average  number  of  hours  of  sun- 
shine for  different  months  is: 


Hours. 


January 

February 

March 

April 

May 

June 

77109—1 


147 
163 
213 
256 
294 
345 


Per  cent 
of  pos- 
sible. 


50  "  July 

63  ;|  August 

67      September 

66  |i  October..., 

67  1 1  November. 
75      Decern  t)er. 


Hours. 


252 
236 
175 
160 


Per  cent 
of  pos- 
sible. 


61 
63 
68 
58 
54 
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The  following  table,  from  the  Report  of  the  Chief  of  the  Weather 
Bureau,  1910-11,  gives  the  total  hours  of  sunshine  during  the  year 
1910  at  certain  of  the  larger  cities  in  the  United  States: 


Baltimore... 

Boston 

Chicago 

Cincinnati . . . 

Denver 

Kansas  City. 
New  Orleans 


Per  cent 

Hours. 

ofpossi- 

2,838 

63 

2,547 

56 

2,778 

60 

2,668 

58 

3,232 

72 

2,946 

66 

3,151 

71 

New  York 

Philadelphia.. 
Pittsburgh... 

St.  Louis 

San  Francisco 
Washington.. 


Hour,. 


Per  cent 
of  possi- 
ble. 


2,750 
3,S4S 
2,184 
2,630 
3,019 
2,059 


61 
57 
47 
56 
60 
59 


It  is  interesting  to  compare  the  number  of  hours  of  sunshine  at 
Mount  Tamalpais  for  a  year  with  tlic  number  at  San  Francisco,  14 
miles  away.  In  1910  tlie  totul  iiiiinlxT  df  hours  of  sunsliinc  at  Mount 
Tamalpais  was 3,258,  or  70  per  ci'iit  of  (lie  possible:  at  San  Francisco, 
3,019  hours,  or  66  per  cent  of  tlic  possible.  The  difb'rcncc,  amounting 
to  2.39  hours,  e(|uivalent  to  tlie  total  sunsliinc  of  an  average  month, 
shows  how  much  sunshine  is  lost  at  San  Francisco  through  the  sum- 
mer afternoon  fog.  The  accompanying  diagrams  (figs.  7  it  S)  ilhislrate 
the  difference  in  sunshine  at  the  lower  and  upper  stations.  In  some 
ysars  there  is  a  difference  of  as  much  as  500  hours  in  the  annual 
amounts  of  sunsliinc  at  the  two  stations.  In  some  seasons  the  lower 
station  receives  more  sunshine  than  (he  upper,  (he  cU)Uiis  forming 
and  remaining  on  the  mountain  crest.  The  fogs  can  be  seen  to  great 
advantage  from  the  station  at  Moun(  Tamalpais.  Many  |)lio(o- 
graphic  studies  of  characteristic  fog  forms  have  been  published  in 
the  Monthly  Weather  Review,  the  Climatology  of  California,  and 
elsewhere.  Some  of  the  fogs  are  caused  by  the  mi.xing  of  air  streams 
of  different  temperatures  and  different  vapor  content.  Some  are 
caused  by  cooling  due  to  elevation  and  some  by  excessive  loss  of  heat 
by  radiation.  It  is  interesting  to  note  that  in  some  of  the  summer 
months  San  Francisco  receives  but  6S  per  cent  of  the  possible  sun- 
shine, while  at  Mount  Tamal|)ais  more  (ban  90  per  cent  is  recorded. 

THE  WINDS. 

The  prevailing  drift  of  the  surface  air  along  the  California  coast  is 
from  west  to  east.  The  charts  of  wind  direction  issued  each  month 
for  the  North  Pacific  show  in  detail  the  relative  strength  and  fre- 
quency of  the  surface  winds  on  the  CaHfornia  coast.  Briefly,  the 
summer  winds  may  be  grouped  as  follows:  West  to  northwest,  75 
per  cent;  north  to  northeast,  4  per  cent;  east  to  southeast,  3  per  cent ; 
south  to  southwest,  3  per  cent;  and  calms,  15  per  cent.     The  winter 
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wiiuls  nhow  a  j;roati>r  piTceiitago  of  motion  from  the  south.  South- 
itIv  ^'alos  arc  nut  infrtviucnt,  and  thfio  is  a  common  behcf  that 
southeast  is  the  pr.-valcnt  dirt'ction  in  winter  months.  This,  however, 
is  not  true.  West  to  nortliwest  winds  have  a  freiuency  of  30  per  cent; 
north  to  nortiicast.  IS  per  cent:  cast  to  southeast,  17  per  cent;  south 
to  southwest.  JJ  per  cent:  and  calms,  l.i  per  cent. 

It  is  plain  from  tlie  above  ii<;ures  that  northwest  is  the  predominant 
dnection  alon-,'  the  coast  in  tlie  vicinity  of  San  Francisco.  Owing 
to  the  topo<;raphy  there  are  certain  ik'fk>ctions  and  chanjjes  in  the 
dire<-tion  of  the  wind,  cspeci»dly  throufrh  the  Gohh'ii  Gate  from  north- 
west to  west  or  even  west  by  south. 

During  certain  portions  of  the  year,  especially  May  and  June,  the 
northwest  wind  attains  a  renuirkably  liiijh  velocity.  In  May,  1902, 
ami  May,  19().S,  memoral)K>  northwest  piles  occurred.  The  following 
tal)le  fiives  wind  data  as  reconh-d  at  Point  Keyes  Light,  Califuniia: 

Two  memorable  norlhivtst  gales  at  Point  Reyes  Light,  Cal. 


.\veragc  velocity,  miles  per 

Daily 

move- 

hour. 

ment. 

Maxi- 
mum 

Ex- 
treme 

Time  of 

1 

Oto« 
a.  m. 

ca.m. 
to  12 
ooon. 

12  noon 
!     to  6 
p.  m. 

6  p.  m. 
to  12 
mid- 
night. 

Total. 

Aver- 
age 
hourly. 

veloc- 
ity. 

veloc- 
ity. 

velocity. 

Miles. 

Miles. 

Miles. 

Miles. 

7 
11 
29 
39 

4 

14 

31 
38 

11 
12 
31 
46 

10 
22 

36 

58 

188 

347 

756 

1,086 

8 
14 

31.5 
45 

16 
28 
45 
76 

16 
30 
50 

80 

10.30  p.  m. 

64 

54 

67 

78 

1,580 

66 

90 

96 

7.00  p.  m. 

73 

70 

79 

88 

1,876 

78 

110 

120 

8.50  p.  m. 

59 

45 

59 

64 

1,360 

57 

75 

SO 

7.00  p.  m. 

40 

27 

31 

52 

905 

38 

57 

62 

10.45  a.  m. 

34 

12 

11 

22 

474 

20 

48 

50 

12.50  a.  m. 

21 

17 

13 

7 

7 

9 

9 

10 

11 

12 
15 

35 

291 

287 

410 

12 

12 

17 

27 
26 

48 

29 
30 

.iO 

10.15  p.  m. 

51 

39 

47 

55 

1,153 

48 

64 

66 

9.00  p.  m. 

43 

44 

63 

7S 

1,371 

57 

89 

93 

7.55  p.  m. 

72 

60 

65 

82 

1,673 

70 

94 

98 

9.55  p.  m. 

62 

42 

51 

67 

1,339 

56 

89 

92 

12.0.')  a.  m. 

58 

52 

48 

59 

1,247 

32 

68 

70 

12.10  a.  m. 

45 

45 

47 

50 

1,124 

47 

60 

62 

12)5 a.  m. 

42 

42 

5n 

.iO 

1,103 

46 

58 

60 

3..50  a.  m. 

47 

47 

53 

57 

1,227 

51 

64 

66 

8.45  a.  m. 

42 

39 

39 

45 

9Sfi 

41 

59 

61 

11.30  a.  m. 

47 

19 

18 

30 

679 

28 

52 

54 

12.45  a.  m. 

The  following  table  gives  comparative  wind  data  for  the  gale  of 
May,  1903;  also  the  total  movement  for  the  month  at  five  points  in 
the  vicinity  of  San  Francisco.  The  table  has  especial  interest  because 
the  grouping  of  the  stations  is  such  as  to  throw  hght  on  the  move- 
ment of  the  air  at  the  ocean  level  free  from  obstruction ;  at  sea  level 
near  the  entrance  to  the  Gate;  in  the  city  itself  on  the  roof  of  a  high 
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building;  on  a  headland  149  meters  (490  feet),  and  on  a  mountain 
summit  721  meters  (2,375  feet): 


station?. 


PoiQt  Reyes  I.ifht... 

Mount  T:^nialpais 

San  Francisco 

Point  Lobos 

S.  E.  Farallon  Island 


Elevation. 


Ueter', 
149 
721 
63 
76 
9 


Fttl. 
V»^ 
2,596 
207 
250 
30 


Total  (or    Aventce 
month.       daily. 


Jfl/M. 

24,072 
1«,871 
10,010 
15,431 
17,331 


mia. 

776 
544 
324 
49!l 
559 


Greatest 
in  24 
hoDra. 


UOa. 

1,673 

1,1(18 

517 

929 

1,18S 


Clreaiest 
hourly 
niove^ 
ment. 


VUtt. 


88 
78 
34 
60 
58 


There  is  another  class  of  hi^li  winds  experienced  at  San  Fran- 
cisco, namely,  the  north-northeast  winds  of  Xovembor,  December, 
and  occasionally  January.  Thcso  winds  are  difToront  from  the  north- 
west winds  of  summer  and  are  ilistiuctly  mountain  wimls.  The 
highest  wind  vclocit}'  recorded  in  San  Francisco,  64  miles  from  the 
northeast,  occurred  on  Xovember  HO,  lOOti. 

The  most  prevalent  high  winil  of  winter  is  from  the  southwest, 
closely  followed  by  the  southeast.  Tlio  latter  is  the  well-known  wind 
preceding  winter  storms  in  this  section.  At  Sai\  Francisco  southeast 
winds  will  sometimes  prevail  for  several  days;  but  in  most  storms 
the  wind  after  blowing  for  12  or  more  hours  increases  in  velocity  to 
40  miles  an  hour,  more  or  less,  and  then  shifts  suildenly  to  the  south- 
west, attaining  a  slightly  higlior  velocity.  After  a  few  hours  the 
velocity  decreases  and,  with  th(>  change  to  nortiiwest,  the  weather 
clears.  At  such  times  the  air  is  remarkably  pure  and  the  distant 
mountains  can  be  seen  distinctly. 

The  average  hourly  wind  velocity  in  San  Francisco  is  nearly  10 
miles  and  the  prevailing  direction  west.  The  wind  attains  its  greatest 
velocity  about  4..30  p.  m.  and  its  least  about  6  a.  m.  The  average 
movement  during  the  12  hours  from  7  a.  m.  to  6  p.  m.  is  approxi- 
mately 11  miles  per  hour  and  from  7  p.  m.  to  6  a.  m.  9  miles  per  hour. 

FOG. 

One  of  the  most  marked  climatic  features  of  San  Francisco  is  the 
prevalence  of  fog.  In  summer  afternoons  sea  fog  moves  through  the 
Gate,  appearing  about  1  p.  m.  and  covering  the  whole  sky  by  3  p.  ni. 
The  average  depth  of  the  fog  layer  is  ,518  meters  (1,700  feet).  Com- 
paring the  percentage  of  possible  sunshine  at  San  Francisco  and 
Mount  Tamalpais,  it  is  at  once  apparent  that  the  summer  afternoon 
sea  fog  shuts  out  50  per  cent  or  more  of  the  possible  sunshine  between 
3  and  7  p.  m.  during  Jime,  July,  and  August.  There  is  also  curtail- 
ment of  simshine  between  7  and  9  a.  m.  during  May,  June,  July, 
August,  and  September. 
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In  winter,  morning  fojis,  or,  as  they  are  commonly  called  "tule" 
f(i>,'s,  fro(iU(>rilly  occtn-.  These  are  l(tw-lyin<r  banks  of  condensed 
vai)i)r  fornit'tl  by  coi)lin<;  due  to  radiation  and  contact.  The  land 
surfaces  are  much  cooler  than  the  water  surfaces,  and  hence  these 
fot;s  have  a  decided  motion  from  the  land  to  the  sea.  The  average 
number  of  foji-jiy  days  is  24  per  year. 

For  a  «letailcd  descrii)tion  of  ft)*:  phenomena  in  the  vicinity  of  San 
Knincisco  the  reader  is  referred  to  special  articles  in  the  Monthly 
Weather  Review,  the  Climatology  of  California,  and  the  Meteoro- 
ogical  Ch'irts  of  the  Xorth  Pacilic  Ocean,  1911. 

In  addition  to  the  summer  afternoon  sea  fog,  moving  from  west  to 
east,  and  the  land  or  tule  fog  of  winter  mornings,  there  is  a  third  kind 
of  fog  whicii  may  be  called  smoke  fog.  I'nder  certain  atmos])heric 
conditions  the  s'uoke  of  the  city  moves  seaward  during  the  forenoon 
and  returns  about  1  p.  m.  as  a  dense  black  pall.  This  is  the  cause 
i>f  the  si)-called  dark  days.  The  phenomenon  is  of  brief  duration, 
seldom  exceeding  two  hours;  but  while  it  lasts  causes  some  appre- 
l\ension. 

HTJMIDITY. 

Relative  humiility  is  a  term  fretjuently  used  in  attempts  to  describe 
relative  dampness  of  a  locality.  The  term  is  misleading  and  while 
generally  used  can  not  give  a  pri)per  basis  for  comparison  unless 
temperatures  are  also  given,  inasmuch  as  relative  humidity  is  only 
a  ratio  and  does  not  indicate  a  fixed  amoimt  of  water  vapor.  Thus 
at  San  Francisco  relative  humidity  throughout  the  year  is  high;  but 
during  the  summer  months,  owing  to  low  temperatures,  the  absolute 
weight  of  water  vapor  ]>er  unit  of  volume  and  the  vapor  tension  are 
much  less  than  at  coast  stations  of  the  Atlantic. 

The  following  table  shows  mean  vapor  pressures  and  temperatures 
at  San  Francisco,  New  York,  Chicago,  and  Xew  Orleans: 

San  Francisco:  °F. 

January . .  0.  2S2  inch 49.  5 

July 384  inch 57.3 

New  York; 

January. .   .125  inch 30.  2 

July 588  inch 73.5 

Chicago: 

January. .  .  099  inch 23.  7 

July ..... .  .548  inch 72.  3 

Xew  Orleans: 

January. .   .316  inch 53.  0 

July. .....  .810  inch 81.  3 

Tliis  table  explains  why,  notwithstanding  high  relative  humidity 
in  summer,  the  vapor  tension  and  absolute  humidity  are  low  at  San 
Francisco. 
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The  highest  relative  humidity  occurs  in  July,  from  1  a.  m.  until 
7  a.  m.,  and  equals  or  exceeds  95  per  cent.  The  lowest  relative 
humidity  occurs  in  October,  about  1  p.  m.,  and  is  atout  .52  per  cent. 
The  vapor  pressure  is  greatest  in  July,  al  out  1  p.  m.,  amounting  to 
0.410  inch.  The  vapor  pressure  is  lowest  in  Decem!  er,  about  4  a.  m., 
when  it  is  less  than  0.250  inch. 

RAINFALL. 

Rainfall  records  have  been  maintained  in  San  Francisco  for  a 
period  of  6.3  years.  The  greatest  24-hour  rainfi',11  occurred  on  Jan- 
uary 28,  1881,  when  4.67  mches  fell.  The  ne.\t  greatest  24-liour 
rainfall  was  on  September  24,  1904,  when  3.58  inches  fell.  A  detailed 
statement  of  excessive  rains  will  be  found  elsewhere.  The  longest 
rainless  period  was  in  1903,  when  no  rain  fell  from  April  16  until 
October  9,  175  days.  In  1911  there  was  no  rain  from  June  6  to 
October  1,  116  days. 

Some  of  the  months  of  heaviest  rain  were:  January,  18()2,  wlien 
24.36  inches  of  rain  fell,  and  IS  dnys  of  the  month  were  rainy  In 
January,  1911,  13.79  inches  fell,  distributed  over  18  days.  In  Jan- 
uary, 1909,  10.51  inches  fell,  but  there  were  26  rainy  days,  nuiking  it 
in  this  sense  the  rainiest  nionth  known  at  San  Francisco.  In  January, 
1890,  9.61  inches  fell,  and  there  were  23  rainy  days.  In  January, 
1907,  there  were  21  rainy  days,  but  tlie  total  rainfall  anvounted  to 
only  4.41  inches,  which  is  less  than  a  normal  rainfall,  notwithstand- 
ing that  the  number  of  rainy  days  was  nearly  double  the  normal. 

The  rainiest  February  was  in  187S,  when  12.52  inches  fell  on  19 
days.  In  February,  1887,  9.24  inches  fell  and  tliere  were  16  rainy 
days.  In  February,  1891,  7.26  inches  fell  and  there  were  19  rainy 
days;  in  February,  1902,  7.27  inches  fell  and  there  were  19  rainy  days; 
in  February,  1909,  7.53  inches  fell  and  there  were  IS  rainy  days. 

The  rainiest  March  was  in  1879,  when  8.75  inches  fell  and  there 
were  14  rainj^  days;  in  1907  the  rainfall  amounted  to  S.42  niches 
and  there  were  20  rainy  days;  in  1904,  the  rainfall  amounted  to  6.01 
inches  and  there  were  23  rainy  days;  in  1884,  8.24  inches  fell  and 
there  were  16  rainy  days. 

The  rainiest  April  was  in  1880,  when  10.06  inches  fell  and  there 
were  17  rainy  days.  The  average  number  of  rainy  days  in  Ai)ril  is 
6,  and  the  average  ramfall  1.64  inches. 

From  May  until  October,  inclusive,  there  is  little  rain. 

The  rainiest  November  was  in  1885,  when  11.78  inches  fell  and 
there  were  19  rainy  days.  The  average  number  of  rainy  days  in 
November  is  7. 

The  rainiest  December  was  in  1866,  when  15.16  inches  fell  and 
there  were  18  rainy  days;  in  December,  1889,  13.81  inches  fell  and 
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there  were  24  rainy  days;  in  December,  ISSO,  12.33  inches   fell   and 
there  were  19  rainy  tUiys. 

Number  of  rainy  ilay.<t  in  the  year. — In  the  past  62  years,  IS-^iO  to 
1911,  there  liave  been  4,207  rainy  (hiys.  The  yearly  distribution  is: 
January,  11;  February.  10:  Marcli,  11:  April,  6;  May,  4;  June,  1; 
July,  0;  Aufiust,  0:  Septeiul)er,  2:  October,  4;  November,  7;  Decem- 
ber, 1 1.     For  the  year,  averajje  number  07. 

MONTHLY  RAINFALL. 

.JAM  ARY. 

From  records  coverinja;  a  period  of  63  years,  1850  to  1912,  the  mean 
January  rainfall  is  4.00  inches.  The  orreatest  rainfall  was  in  1862, 
when  21.36  inches  fell  and  the  least  was  in  IS.52,  when  0.58  of  an 
inch  fell.  There  were  5  years  in  which  the  rainfall  exceeded  10 
inches  and  3  years  in  which  tlic  rainfall  did  not  exceed  1  inch.  The 
largest  niunber  of  rainy  days,  23,  occurred  in  1890  and  the  smallest 
number  in  1S52,  when  there  were  4  rainy  days.  The  average  num- 
l)er  of  rainy  days  is  11.  There  have  been  16  Januarys  when  the 
number  of  rainy  days  equaled  or  exceeded  15.  In  January,  1859, 
there  were  26  consecutive  days  of  fair  weather. 

FEBRUARY. 

The  mean  rainfall  is  3.55  inches.  Reduced  to  a  30-day  normal, 
best  obtained  by  eliminating  the  rainfall  of  leap  years  and  adding 
twice  the  rainfall  on  the  14th,  we  have  3.81  inches.  The  average 
number  of  rainy  days  is  10.  The  heaviest  February  rainfall  was 
12.52  inches  in  1878  and  the  least,  no  rain,  in  1864.  Rainfalls 
exceeding  10  inches  occurred  once,  in  1878,  and  rainfalls  of  less  than 
1  inch  occurred  13  times.  The  largest  number  of  rainy  days  in  any 
February  was  19,  which  occurred  in  1878,  1891,  and  1902.  There 
have  been  1 1  Februarys  when  the  number  of  rainy  days  did  not 
exceed  5.  The  largest  number  of  consecutive  rainy  days  was  15, 
wliich  occurred  in  1891.  The  largest  number  of  consecutive  fair 
days  was  in  February,  1864,  when  there  were  29. 

MARCH. 

The  mean  ramfall  is  3.36  inches.  The  greatest  amount  was  in 
1879,  when  8.75  inches  fell.  The  next  rainiest  March  was  in  1907, 
when  8.42  inches  fell.  The  least  was  in  1898,  when  only  0.24  of  an 
inch  fell.  There  have  been  12  years  in  which  the  rainfall  for  March 
equaled  or  exceeded  5  inches,  and  8  in  which  the  total  monthly 
amount  did  not  exceed  1  inch.  In  1908  there  were  18  consecutive 
days  without  rain,  and  in  1911,  21  days,  with  exception  of  a  trace  on 
one  dav.     In   1900  there  were  23  consecutive  days  during  which 
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only  a  trace  of  rain  fell.  In  1875  there  were  17  consecutive  fair  days, 
and  m  1877,  21  consecutive  fair  days.  In  1861  the  month  was  without 
rain  until  the  23d.  The  average  number  of  rainy  days  is  10.  The 
largest  number  of  rainy  days  in  any  month  was  in  1904  when  there 
were  23,  of  which  19  were  consecutive.  The  smallest  number  of 
rainy  days  was  m  1901  when  there  were  only  3.  The  heaviest  24- 
hour  rainfall  occurred  on  March  5,  1879,  when  3.31  inches  fell. 

APRIL. 

The  mean  rainfall  is  1.64  inches.  The  month  of  heaviest  rainfall 
was  in  1880,  when  10.06  inches  were  measured.  There  have  been 
6  Aprils  out  of  the  past  63  in  which  the  rainfall  et|ualeil  or  exceeded 
5  inches.  There  have  been  27  in  wliich  the  amount  of  rain  did  not 
exceed  1  inch.  No  rain  fell  in  April,  1857,  and  there  was  only  a 
trace  of  rain  during  April,  1909.  The  largest  number  of  consecutive 
rainy  days  occurred  in  1880,  when  it  rained  for  1 1  days,  'i'he  average 
number  of  rainy  days  in  April  is  6.  The  greatest  24-hour  rainfall 
was  2.43  inches  on  April  24,  1896. 

MAY. 

The  mean  rainfall  for  May  is  0.73  of  an  inch.  The  nxiniest  May 
was  in  1883,  when  3.52  inches  fell.  Theri?  have  beeii  5  Mays  during 
the  past  63  years  when  practicallj-  no  rain  fell.  JJuring  18  yeai-s  the 
rainfall  for  May  exceeded  1  inch.  The  average  number  of  laijiy 
days  is  4.  The  greatest  number  of  cnnsecutivi^  rainy  days  was  5, 
which  occurred  in  1860,  18S9,  and  1906.  The  largest  number  of 
rainy  days  in  April  was  11,  in  1860  and  1883.  The  greatest  24-hour 
rainfall,  1.29  inches,  occurred  on  May  5,  1889. 

JUNE. 

The  mean  rainfall  for  June  for  a  period  of  62  years  is  0.16  of  aji 
inch.  The  month  is  practically  rainless,  only  3  times  has  the  rauifall 
exceeded  1  inch.  The  heaviest  June  rainfall  occurred  in  1884,  when 
2.57  inches  fell.  The  average  number  of  rainy  days  is  2.  In  1888 
there  were  9  rainy  days.  The  heaviest  24-hour  rainfall  occurred  on 
June  12,  1884,  when  1.23  mches  fell.  Of  the  past  62  years  20  have 
been  without  rain  during  the  month  of  June  and  27  have  had  a  rain- 
fall not  exceeding  0.01  of  an  inch. 

JULY. 

The  mean  rainfall  for  July  is  0.02  of  an  inch.  In  the  past  62  years 
there  have  been  only  3  showers  in  wliich  the  total  amount  exceeded 
0.05  of  an  inch.  Most  of  the  rainfalls  did  not  exceed  0.01  of  an  inch. 
The  greatest  24-hour  rainfall  was  0.23  of  an  inch  on  July  16,  1886. 
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AUGUST. 

August,  liko  July,  is  practically  a  rainless  month.  Tho  mean  rain- 
fall is  0.02  of  an  mch.  There  has  never  been  an  August  when  (lie 
total  rainfall  exceeiled  O.l'.i  of  an  indi.  Only  14  of  the  62  montlis 
under  consideration  have  iinil  a  rainfall  exceedhig  0.01  of  an  inch. 
Tho  greatest  24-hour  rainfall  was  0.12  on  August  26,  1858. 

SEPTEMBER. 

The  mean  rainfall  is  0.30  of  an  indi.  Tliis,  however,  is  larger  than 
miglit  be  expected  and  is  causeil  by  phenomenal  rainfall  in  September, 
1904.  In  tlie  5  days,  22d  to  26tii,  more  tlian  5  inches  of  rahi  fell. 
The  average  number  of  rainy  days  is  2.  The  greatest  nund)cr  of 
consecutive  rainy  days  is  5.  There  have  been  19  Septembers  without 
rain.  Only  once  has  the  rainfall  exceeded  5  inches  and  only  4  times 
has  it  exceeded  1  incli.  Tiie  greatest  24-hour  rainfall,  3.09  inches, 
occurred  on  September  23,  1904. 

OCTOBER. 

The  mean  rainfall  is  1.02  inches.  The  heaviest  rainfall  was  in  1889, 
when  7.2S  inches  fell.  Other  rainy  Octobers  were,  1899,  3.92  mches; 
1876,  3.36  inches:  and  1849,  3.14  inches.  There  have  been  9  Octobers 
without  rain.  The  average  number  of  rainy  days  is  4,  and  the  great- 
est number,  13,  occurred  in  1889.  The  heaviest  24-hour  rainfall,  2.06 
inches,  occurred  on  October  21,  1858. 

NOVEMBER. 

The  mean  rainfall  is  2.55  niches.  The  heaviest  rainfall  was  in  1885, 
when  11.78  inches  fell.  Other  rainy  Novembers  were,  1849,  when 
8.66  inches  fell;  1859,  when  7.28  mches  fell.  November,  1890,  was 
without  rain.  The  rainfall  for  November  was  less  than  1  inch  in  21 
years.  The  average  number  of  rainy  daj's  is  7.  The  greatest  number 
of  rainy  days  was  19  in  1885.  The  greatest  24-hour  rainfall,  3.98 
inches,  fell  on  November  26,  1864,  and  again  on  November  23,  1874. 

DECEMBER. 

The  mean  rainfall  is  4.56  iaches.  The  heaviest  rainfall  was  in  1866, 
when  15.16  inches  fell.  Other  rainy  Decembers  were,  1852,  13.20 
inches;  1871,  14.36  inches;  1880,  12.33  inches;  1889,  13.81  inches,  and 
1894,  9.01  inches.  December,  1876,  was  rainless.  Less  than  an  inch  of 
rain  fell  in  1854, 1865, 1874, 1878, 1SS3,  and  1901.  The  average  num- 
ber of  rainy  days  is  11.  The  greatest  number,  24,  was  in  1889.  The 
greatest  24-hour  rainfall,  4.28  inches,  fell  on  the  19th,  1866. 
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In  connection  with  the  absence  of  rain  during  December,  1876,  it 
may  be  noted  that  there  was  no  rain  between  November  16,  1876, 
and  January  16,  1877.  Or,  in  other  words,  there  was  a  period  of  60 
consecutive  days  without  rain  in  midwinter. 

THUNDERSTORMS . 

Few  thunderstorms  occur  at  San  Francisco.  In  the  past  20  years 
there  have  been  28,  but  not  a  single  one  that  couUl  l)e  considered  as 
severe.  The  following  table  shows  the  distribution:  Jaiuiar}-,  2; 
February,  3;  March,  1;  April,  3;  May,  1;  June,  1;  July,  1;  August,  2; 
September,  2;  October,  3:  November,  3;  and  December,  6.  The 
greatest  number  recorded  in  any  one  year  was  8,  in  1906.  During  the 
past  20  years  there  have  been  8  years  witiiout  record  of  a  thunder- 
storm. The  storms  are  mild  in  ciiaractcr,  the  ligiitning  Hashes  of 
moderate  intensity,  and  the  tiumder  usuidly  hmited  to  a  few  peals. 
Damage  from  lightnmg  is  practically  unknown,  jUtliough  some  flag- 
poles have  been  shattered  and  one  or  two  trees  struck  in  tlie  past  60 
years. 

IIAII.. 

There  have  been  56  hailstorms  in  the  past  20  years.  January  and 
December  are  the  months  of  maximum  frequency.  Tliere  is  no 
record  of  any  hailstorm  occurring  during  June.  July.  August,  and 

September. 

SNOWSTORMS. 

Snow  is  of  rare  occurrence.  During  winter  storms  the  tops  of  the 
hills  in  the  southwestern  portion  of  the  city  are  occasioiuiUy  whitened 
by  snowflakes.  These  melt  rapidly  and  snow  of  appreciable  dcpih  is 
rare.  However,  snow  can  be  seen  frequently  during  winter  months  on 
Moimt  Tamalpais,  Mount  Diablo,  and  tiie  peaks  of  the  Mount  Hamilton 
Range.  The  heaviest  suo^vfall  in  the  Bay  Section  occurred  January 
9,  1913,  when  Mount  Tamalpais  and  Angel  Island  were  covered. 

DATES   OF  SNOWFALL  AT   SAN   FRANCISCO    8LNCE   MARCH   1,    1871. 

January  21,  1876.— Light  snow  fell  for  ten  minutes. 

December  31,  1882.— Heavy  snow  fell  from  11.30  a.  m.  to  4.20  p.  m.,  amount  3.5 
inches. 

February  6,  1883.— A  few  flakes  of  snow  fell  during  the  day. 

February  7,  1884.— Snow  fell  at  intervals  during  the  day,  depth  varying  from  1  to  2 
inches. 

February  5,  1887.— Snow  fell  during  the  day;  depth  at  office  3.7  inches,  whUe  in  the 
western  portion  of  the  city  it  was  fully  7  inches  deep. 

January  4,  1888.— A  few  flakes  of  snow  fell  during  the  day. 

January  16,  1888.— Light  snow  fell  to  the  depth  of  0.1  inch. 

March  2,  1894.— A  few  flakes  of  snow  fell  during  the  day. 

March  2,  1896.— Snow  mixed  with  rain  fell  at  intervals  during  the  day. 

March  3,  1896.— Heavy  snow  fell  during  the  night:  depth  at  office  at  8  a.  m.  0.5 
inch. 


THE  CLIMATE   OF   SAN   FRANCISCO. 

Fobruarj'  3,  1903.— Snow,  large  flukes,  11.16  to  11.20  a.  m. 
March  b-ii,  11)08.— Trace  of  snow  fell. 
February  20  and  27,  1911.— 0.04  of  an  inch  of  snow  fell. 
January  U,  1913. — Light  snow  fell,  which  melted  quickly. 

Table  1. — Annual  sea-level  pressure  at  San  Francisco. 
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Year. 

Inohes. 

Year. 

Inches. 

Year. 

Inches. 

1S73  ...     . 

30.027 
30.01M 
30.024 
30.004 
2«.<W2 
29.1HW 
30.017 
30.031 
30.028 
.•10.045 

30.  ms 

39.  UBS 
30.012 

ls,>«i 

1S.S7 

.30.020 
30.02:1 
29.998 
29.998 
SO.OiS 
30.030 
30.  at2 
30.055 
30.058 
30.043 
.10.041 
30.055 
30.047 

I.'t74 

1900 

1901 

1902 

3D. 053 
30. 043 

isrs 

18.S.S 

Ksy 

isrc. 

1^:; 

l^:s 

ISIKI 

•..K91 

1903 

1904 

.■iO.058 
.■iO.OGO 

IS7« 

1»12 

ls>« 

1905 

ISSO 

1900 

IS.'^l 

1S«4 

•»-• 

1SS2 

1S.S3 

1895 

ISSli 

1897 

190S 

1909 

30. 038 
30.019 
30.054 
30.033 

1SS4 

1910 

1911 

1885 

18t»8 

Mean  of  38  j-oars,  30.027  inches. 


T.^BLE    2. 


Tliis  table  f^ivcs  the  liighest  temperature  for  each  month  from 
1S71  to  1912,  as  given  by  self-registering  mercurial  thermometer. 


Year. 

Jan. 

Feb. 

Mar. 

.\pr. 

May. 

June. 

July. 

Aug. 

Sept. 

Oct. 

Nov. 

Dec. 

Absolute 
annual 
maxi- 
mum. 

1871 

74 
64 
73 
62 
67 
70 
73 
66 
77 
66 
76 
TS 
74 
68 
76 
73 
78 
74 
79 
70 
76 
80 
78 
66 
70 
72 
63 
74 
74 
71 
78 
68 
61 
66 
79 
74 
69 
76 
67 
77 
79 
67 

69 
71 
75 
72 
81 
75 
64 
70 
76 
69 
76 
74 
63 
68 
75 
79 
78 
88 
77 
81 
81 
68 
72 
82 
73 
66 
84 
87 
80 
69 
72 
78 
71 
84 
71 
76 
81 
85 
80 
87 
73 
66 

76 
81 
75 
83 

71 

81 
75 

78 
75 
84 
75 
74 
86 
(0 
77 
86 
97 
81 
88 
85 
75 
90 
74 
72 
89 
91 
88 
63 
80 
71 
81 
70 
77 
86 
85 
72 
80 
79 
80 
90 
85 
87 

77 
92 
67 
82 
79 
9) 
92 
73 
85 
82 
71 
68 
95 
71 
67 
83 
90 
80 
75 
81 
100 
73 
90 
69 
86 
79 
83 
89 
75 
74 
82 
73 
96 
90 
67 
82 
85 
86 
94 
74 
77 
93 

66 
70 
74 
73 
71 
76 
76 
73 
76 
73 
83 
73 
80 
83 
78 
78 
70 
93 
83 
80 
81 
90 
74 
76 
83 
72 
82 
88 
73 
73 
75 
77 
91 
73 
98 
82 
78 
77 
77 
76 
84 
71 

69 

77 
72 
71 
70 
78 
75 
73 
89 
73 
70 
69 
82 
75 
81 
85 
74 
85 
80 
85 
92 
92 
72 
91 
80 
72 
70 
72 
78 
82 
72 
82 
77 
75 
73 
76 
74 
80 
82 
79 
79 
77 

78 
82 
69 
89 
82 
86 
92 
78 
86 
79 
80 
83 
91 
73 
87 
94 
89 
88 
89 
81 
86 
88 
72 
94 
89 
81 
92 
80 
73 
92 
78 
83 
92 
101 
87 
82 
78 
89 
93 
82 
82 
94 

84 
80 
79 
78 
79 
72 
81 
78 
81 
78 
72 
76 
74 
76 
76 
79 
87 
87 
87 
86 
85 
79 
74 
89 
83 
85 
85 
81 
94 
83 
91 
77 
85 
79 
84 
86 
90 
82 
86 
89 
87 
81 

78 
67 
72 
69 
68 
70 
69 
68 
65 
75 
66 
64 
67 
70 
70 
75 
74 
74 
77 
78 
78 
78 
74 
79 
83 
66 
68 
78 
65 
79 
75 
67 
67 
74 
74 
77 
78 
74 
74 
76 
77 

62 
62 
59 
62 
65 
64 
64 
68 
64 
61 
63 
65 
62 
64 
67 
66 
69 
65 
63 
60 
64 
64 
72 
61 
60 
64 
63 
66 
63 
63 
72 
62 
66 
61 
67 
61 
68 
61 
63 
68 
71 

l<>7i 

61 
66 
61 
62 
S8 
69 
62 
62 
60 
63 
60 
60 
58 
62 
68 
73 
63 
64 
59 
72 
66 
60 
58 
63 
63 
60 
59 
78 
64 
62 
58 
59 
65 
63 
68 
61 
64 
60 
59 
72 
6.5 

64 
64 
62 
63 

67 
67 
65 
7U 
62 
69 
61 
70 
71 
69 
71 
67 
76 
75 
64 
63 
66 
69 
62 
69 
72 
66 
70 
80 
68 
75 
65 
66 
60 
71 
71 
68 
65 
62 
64 
67 
68 

92 
79 
89 
82 
93 
92 

IS7J 

1S74 

1S75 

lS7(j 

IS77 

1S7S 

1S79 

I'i'O                ..   . 

84 

issl 

83 

1S.S.> 

83 

1 W) 

95 

1S.S4 

83 

18.S5       

87 

l!iS6 

94 

1S87 

97 

93 

1S89 

89 

1S90 

86 

1891 

100 

1<92 

92 

I'iSS 

90 

1894 

94 

1895 

89 

1S9!J        

91 

1897 

92 

1898 

89 

1899 

94 

1900 

92 

1901 

91 

1902 

83 

1903 

96 

1934 

101 

1905 

98 

1906 

86 

1907 

90 

1908 

89 

1909 

94 

1910 

90 

1911 

1912 

87 
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Table  3. 


This  table  gives  the  lowest  temperature  for  each  month  from  1871 
to  1912,  as  given  by  self-registermg  alcohol  thermometer. 


Year. 


Jan. 


Feb. 


Mar. 


Apr. 


May. 


June. 


July 


Aug. 


Sept. 


Oct. 


Nov, 


Dec. 


1871. 
1872. 
1873. 
1874. 
1875. 
1876. 
1877. 
1878. 
1879. 
1880. 
1881. 
1882. 
1883. 
1884. 
1S8S. 
1886. 
18S7. 
1888. 
1889. 
1890. 
1891 . 
1892. 
1893. 
1894. 
1895. 
1896. 
1897. 
1898. 
1899. 
1900. 
1901. 
1902. 
1903. 
1904. 
1905., 
1906. 
1907. 
190S. 
1909. 
1910. 
1911., 
1912. 


46 

48 
48 
50 
49 
45 
48 
4$ 
45 
45 
49 
45 
48 
49 
SO 
48 
4« 
47 
48 
47 
48 
47 
46 
44 
48 
45 
47 
4A 
43 
47 
46 
47 
46 
45 
48 
42 
47 
46 
44 
48 
46 
46 


50 
52 
52 
49 
52 
51 
53 
51 
51 
52 
49 
52 
50 
52 
54 
50 
49 
51 
50 
49 
50 
50 
47 
48 
50 
50 
47 
47 
48 
48 
47 
47 
4S 
50 
49 
49 
50 
48 
49 
48 
49 
49 


S3 
52 
S3 
50 
52 
52 
51 
52 
52 
SO 
50 
SO 
S3 
52 
52 
50 
60 
50 
51 
52 
51 
51 
SO 
49 
SI 
S2 

.in 

50 
48 
47 
50 
51 
SO 
49 
SI 
48 
53 
60 
50 
48 
40 
52 


51 
48 
49 
SO 
SI 
52 
49 
51 
49 
SO 
45 
48 
48 
60 
S3 
46 
49 
SO 
51 
48 
48 
47 
47 
49 
48 
47 
48 
50 
46 
48 
50 
49 
51 
62 
49 
47 
61 
47 
48 
47 
50 
48 


42 
41 
44 

40 
39 
42 
42 
40 
34 
42 
43 
34 
40 
40 
44 
43 
40 
43 
40 
39 
37 
38 
37 
40 
39 
42 
39 
38 
37 
40 
41 
39 
42 
38 
39 
40 
41 
35 
.38 
43 
39 


Table  4.— Mean  hourly  temperatures  in  degrees  Fahrenheit,  1891-1910. 


Hours. 


1  a.  m.. 

2  a.  m.. 

3  a.  m.. 

4  a,  m . . 

5  a.  m.. 

6  a.  m . . 

7  a.  m.. 

8  a.  m.. 

9  a.  m . . 

10  a.  m.. 

11  a.  m.. 

12  noon. . 
1  p.  m.. 
2p.  m.. 
3p.  m.. 
4p.  m.. 
5p.  m.. 
6p.  m.. 
7  p.m.. 
8p.  m.. 
9  p.m.. 

10  p.m.. 

11  p.  m.. 
Midnight 

Mean 


Jan. 


Feb. 


51.3 


Mar. 


52.1 


Apr. 


53.8 


May. 


55.7 


June. 


66.3 


July. 


Aug. 


67.0 


Sept. 


59.1 


Oct. 


68.5 


Nov. 


Dec. 


49 

48 
48 
48 
48 
47 
47 
47 
48 
49 
60 
62 
53 
54 
54 
54 
63 
52 
62 
51 
50 
50 
50 
49 


55. 2     50. 2 
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NOTE  ON  EXPOSURE  OF  ANEMOMETERS  AT  SAN  FRANCISCO. 

The  elevations  of  the  anemometer  above  ground  (street)  have  been 
lis  follows:  .Tnmiaiy  1,  1S91,  to  November  1,  1892,  109  feet;  Novem- 
ber 1,  1892,  to  April  IS,  1906,  1G7  feet;  May  1,  1906,  to  September  30, 
1906,  42  feet;  October  1,  1906,  to  September  31,  1910,  204  feet. 

These  elevations,  however,  can  not  be  used  without  explanation 
eoncernin«:  elevation  of  eujis  above  the  roof  or  nearest  deck  surface. 
Unfortunately  most  of  the  roofs  occui)ied  have  had  on  them  plat- 
forms or  raised  surfaces,  and,  as  in  the  case  of  the  Mills  Buildin}?,  the 
platform  serving  as  a  deck  for  Weather  Bureau  instruments  was  itself 
on  top  of  an  extra  stoiy  14  feet  in  height.  This  superstructure  was 
10  feet  from  the  west  wall  of  the  building  and  about  30  feet  from 
the  south  wall. 

In  the  Mills  Building  and  the  Merchants  Exchange  are  large  interior 
courts,  or  light  wells,  which  may  have  aflFected  the  results. 

Tlie  apjiroximate  heights  of  the  cups  above  the  roof  proj)er  are: 
Merchants  Exchange,  October  1,  1906,  to  December  31,  1910,  18  feet; 
Mills  Building,  November  1,  1892,  to  April  18,  1906,  30  feet;  Phelan 
Building.  JanuarA'  1,  1891.  to  November  1,  1892,  12  feet;  No.  3014 
("lay  Street,  May  1,  1900,  to  September  30,  1906,  4  feet. 

Table  5. — Average  hourly  wind  velocity  in  milet. 

;  Period.  1891-1910.1 


Hours. 


1  a.  m 

2  a.  m 

3  a.  m 

4  a.  m 

5  a.m 

6  a.m 

7  a.m 

8  a.  m 

9  a.m 

10  a.  m 

U  a.  m 

12  noon 

1  p.  m 

2  p.m 

.'t  p.m 

4  p.m 

5  p.m 

6  p.m 

7  p.  m 

8  p.m 

9  p.m 

10  p.m 

11  p.  m 

12  midnight.. 

.^veraRe 


Jan. 


6.4 

6.4 
6.4 
6.4 
«.S 
6.5 
6.7 
6.9 
7.2 
7.6 
7.8 
7.9 
8.2 
8.6 
8.5 
8.4 
8.1 
7.8 
7.6 
7.2 
7.0 
6.6 
6.3 
6.3 


Feb. 


7.2 


6.3 
6.1 

5.8 
5.9 
5.9 
5.8 
5.9 
6.2 
6.7 
7.2 
7.4 
7.6 


Mar.    Apr.  '  May. 


7.2 
6.9 
6.8 
6.6 
6.6 
6.5 
6.4 
6.8 
7.3 
7.9 
8.4 
9.2 
8.3  I  10.6 
9.3  I  12.0 


10.1 
10.4 
10.4 
9.9 
9.3 
8.7 
7.8 
7.4 
6.9 
6.4 


13.2 
13.9 
13.6  I 


13.0 

11.9 

10.7 

9.4 

8.4 

7.9 

7.4 

9.1 

7.4 

7.1 

6.7 

6.3 

6.3 

6.1 

7.3 

6.9 

7.6 

8.2 

9.2 

10.3 

13.2 

14.8 

15.7 

16.5 

16.6 

16.0 

14.6 

12.8 

11.0 

10.1 

9.1 

8.1 


10.3 


8.6 

8.0 

7.4 

7.1 

7.0 

6.8 

6.8 

7.3 

7.8 

8.7 

10.4 

12.7 

15.0 

16.4 

17.5 

18.1 

18.1 

17.7 

16.1 

14.4 

12.7 

11.2 

10.1 

9.2 


June. 

July. 

9.5 

10.0 

9.0 

9.5 

8.3 

8.8 

7.7 

8.4 

7.4 

8.0 

7.1 

7.8 

7.0 

7.8 

7.6 

8.1 

8.1 

8.4 

9.3 

9.3 

11.4 

11.2 

14.4 

14.2 

16.9 

16.9 

18.9 

19.1 

20.0 

20.6 

20.6 

21.5 

Aug. 


11.5 


20.8  ' 

20.2 

18.7 

16.8  ' 

14.7 

12.7 

11.4 

10.2 


21.  S 
21.1 
19.5 
17.4 
15.3 
13.7 
12.2 
11.0 


9.5 
9.0 
8.2 
8.0 
7.7 
7.3 
7.2 
7.5 


10.5 
12.9 
15.7 
18.0 
19.6 
20.3 
20.5 
19.8 
18.2 
16.3 
14.3 
12.5 
11.3 
10.2 


Sept. 


12.5 


7.6 

7.1 

6.7 

6.2 

6.0 

5.8 

5.8 

6.0 

6.5 

7.1 

8.3 

10.5 

12.9 

15.3 

16.7 

17.6 

17.8 

17.2 

15.2 

13.2 

11.5 

10.3 

9.1 

8.2 


Oct. 


10.3 


6.5 

5.6 

5.4 

5.3 

5.1 

5.0 

5.0 

6.3 

5.6 

6.1 

6.5 

7.6 

9.5 

11.2 

12.6 

13.2 

13.7 

13.0 

11.2 

9.6 

8.5 

7.6 

6.8 

6.3 


Nov. 


8.0 


5.6 

5.6 

5.6 

5.5 

5.5 

5.5 

5.5 

5.7 

5.9 

6.3, 

6.5 

6.8 

7.3 

8.2 

8.9 

9.3 

9.6 

9.1 

8.2 

7.6 

6.9 

6.4 

6.1 

5.8 


Dec. 


5.9 
6.0 
6.0 
6.1 
6.2 
6.4 
6.5 
6.6 
6.9 
7.2 
7.3 
7.4 
7.7 
7.7 
7.7 
7.6 
7.2 
7.1 
6.5 
6.3 
6.2 
6.2 
6.1 
6.0 


Year. 


6.7 


7.5 

7.2 

6.8 

6.6 

6.5 

6.4 

6.5 

6.7 

7.2 

7.8 

8.8 

10.1 

11.8 

13.3 

14.3 

14.8 

14.8 

14.3 

13.1 

11.8 

10.4 

9.4 

8.6 

7.9 


9.7 
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T.\BLE  6. — Mean  velocity  of  wind,  San  Francisco. 


Year. 

Jan. 

Feb. 

Mar. 

Apr. 

May. 

June. 

July. 

A  us. 

Sept. 

Oct. 

Nov. 

Dc. 

1891 

4.5 
4.5 

10.0 
8.0 
9.5 
9.5 
6.8 
7.5 
7.9 
7.2 
7.5 
7.6 
7.6 
5.8 
5.9 
7.3 
8.0 
5.6 

10. 1 
5.3 

8.6 
5.7 
8.4 
9.9 
7.1 
7.0 
9.4 
8.3 
8.7 
7.2 
6.6 
10.0 
7.3 
8.0 
6.4 
6.6 
5.4 
6.4 
7.8 
6.9 

7.9 
7.3 
10.1 
11.0 
9.6 
8.4 
11.3 
10.4 
9.8 
10.0 
11.8 
9.7 
7.8 
9.6 
10.3 
8.5 
8.4 
6.2 
7.4 
7.0 

8.8 
9.0 
12.4 
11.9 
10.7 
II. 6 
11.3 
12.3 
11.7 
II. 8 
11. S 
10.7 
10.7 
9.1 
10.5 
10.2 
6.8 
8.1 
8.3 
8.2 

10.0 

9.0 
12.2 
12.7 
13.0 
12.4 
13.5 
13.3 
13.9 
12.1 
12.5 
12.9 
1.3.5 
12.0 
10.9 
17.0 

8.8 

8.8 
11.1 

9.1 

11.0 
11.7 
15.3 
14.2 
14.3 
14.3 
13.6 
13.0 
14.2 
14.3 
13.9 
13.9 
14.9 
13.1 
14.0 
■7.1 
9.5 
10.7 
12.2 
11.9 

...7 
12.0 
15.3 
15.1 
15.5 
14.1 
14.3 
15.8 
15.3 
14.5 
14.5 
13.1 
13.3 
14.2 
12.4 
>9.2 
11.7 
11.8 
11.7 
12.5 

10.6 
10.4 
14.5 
13.9 
13.8 
13.9 
14.1 
14.6 
14.4 
13.1 
13.1 
12.2 
13.4 
13.0 
12.0 
«8.H 
10.  s 
11.1 

11.5 
11.9 

9.5 

9.2 
12.6 
11.9 
11.5 
10.9 
II. S 
11.9 
12.6 
10.9 
II. 0 
10.8 
10.2 
9.9 
10.2 
'7.1 
8.6 
8.7 
8.3 
9.2 

7.3 

6.7 
9.3 
9.0 
8.7 
9.6 
9.7 
7.6 
8.5 
.8.3 
8.3 
8.5 
8.0 
7.4 
7.6 
7.6 
6.6 
7.3 
6.5 
6.6 

4.3 
9.1 
7.7 
5.3 
7.7 
7.9 
7.4 
7.4 
6.6 
6.9 
6.4 
8.0 
7.8 
5.3 
8.1 
8.7 
4.8 
5.7 
S.4 
5.7 

6.4 

1892          

9.2 

1893 

6.0 

1894 

9.0 

1895                 .   . 

7.3 

1896      

1897 

6.7 

1898 

6.9 

1899 

8.6 

1900 

7.3 

1901 

6.6 

1902 

0.0 

1903          

5.6 

1904 

6.6 

1905 

6.0 

1906 

6.7 

1907 

6.2 

1908 

a. ! 

1909 

6. 1 

1910 

4.2 

Means.  . . 

7.24 

7.58 

9.1 

10.3 

11.5 

1X9 

13.4 

12.5 

las 

8.0 

t.8 

6.7 

■  R:ievation  o[  anemometer  changed  from  167  to  42  foot  on  May  I.  and  to  204  (get  Oct.  1,  1906. 
Table  7. — Prevailing  hourly  wind  direction. 


Hours. 

Jan. 

Feb. 

Mar. 

Apr. 

Moy. 

Juno. 

July. 

Aug. 

Sept. 

Oct. 

Nov. 

Dec. 

An- 
nual. 

1  a.  m 

s. 

nw. 

w. 

w. 

w. 

w. 

w. 

w..«w. 

w. 

w. 

w. 

n.-nw. 

w. 

2  a.  m 

s. 

nw. 

w. 

w. 

w. 

w. 

W..SW. 

sw. 

w. 

w. 

w. 

n.-«o. 

w. 

3  a.  m 

s. 

s. 

w. 

w. 

w. 

W..8W. 

sw. 

sw. 

w. 

w. 

w. 

ne. 

w. 

4  a.  m 

s. 

s. 

w. 

w. 

w. 

sw. 

sw. 

sw. 

w. 

w. 

w. 

s. 

w. 

5  a.  m 

s. 

ne. 

w. 

w. 

w. 

sw. 

sw. 

sw. 

w. 

w. 

n.-nw. 

ne. 

w. 

6  a.m.... 

s. 

s. 

w. 

w. 

w. 

sw. 

sw. 

sw. 

w. 

w. 

s.-nw. 

n.-nc. 

w. 

7  a.  m 

s. 

s. 

sw. 

w. 

w. 

sw. 

w. 

sw. 

w. 

w. 

s.-n. 

s.-n. 

w. 

8  a.m.... 

s. 

s. 

w. 

w. 

w. 

w. 

w. 

aw. 

w. 

w. 

s.-n. 

no. 

w. 

9  a.  m 

s. 

ne.-s. 

s. 

w. 

w^ 

w. 

w. 

sw. 

w. 

w. 

s. 

nc. 

w. 

10  a.  m 

s. 

ne.-s. 

ne. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

no. 

s. 

w. 

11  a.  m 

s. 

ne. 

ne. 

w. 

w. 

w. 

w. 

w. 

w. 

ne. 

ne. 

ne. 

w. 

Noon 

s. 

ne. 

ne. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

ne. 

nc. 

w. 

1  p.  m 

ne. 

nw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

nw. 

ne. 

w. 

2  p.  m.... 

ne. 

nw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

nw. 

(n.  w.- 
\n.  c. 
.  nc. 

}w. 
w. 

3  p.  m 

ne.-nw. 

nw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

4  p.  m 

nw. 

nw. 

w. 

w. 

w. 

w. 

w. 

sw.-w. 

w. 

w. 

w. 

nw. 

w. 

5  p.  m 

nw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

nw. 

w. 

6  p.  m 

nw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

nw. 

w. 

7  p.  m.... 

nw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

nw. 

w. 

8  p.  m 

nw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

nw. 

w. 

9  p.  m.... 

nw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

nw. 

w. 

10  p.  m 

s. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

nw. 

w. 

11  p.  m 

Midnight.. 

nw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

nw. 

w. 

s. 

w.-nw. 

w. 

w. 

w. 

w. 

w. 

w.-sw. 

w. 

w. 

w. 

nw. 

w. 

Mean. 

s. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

nw. 

w. 
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Table  9.~Grealeit  precipitation  {inches  a,id  hundredths)  in  twenty-four  hours  for  each 

month. 


>"e)ir. 


Jan. 


IH71 

ISTJ 

I>t73 

1IW4 

1S7S 

\!<n 

i^n 

1S78 

1S7» 

1S80 

IKSl 

iva 

is>a 

ISM 

USS 

KSH 


Ks;. 
ivw. 
Its9. 
I!<90. 
IS9I. 
l«2. 
1S83. 
l!»4. 
1!«5. 
I»W. 
1897. 
1H98. 
1S99. 
19110. 
1901. 
1902. 
I9(n. 
19  ^. 
19(15. 
1906. 
1907. 


190S. 
1909. 
1910. 
1911. 
1912. 


Year. 


2.3« 
1.02 
1.61 
2.19 
l.7« 
1.63 
1.98 
1.04 
1.03 
4.87 
0.57 
1.30 
1.44 
0.97 
2.40 
0.80 
1.58 
O.Sl 
2.08 
0.75 
1. 06 
1.39 
2.61 
1.96 
1.85 
1.08 
0.33 
0.98 
1.92 
1.75 
0.35 
1.00 
0.59 
1.08 
1.06 
0.91 
2.10 
1.61 
0.83 
2.48 
1.05 

4.67 


Koh. 


1.28 
0.82 
0.81 
0.27 
1.80 
0.52 
1.92 
1.66 
0.64 
1.37 
0  82 
0.71 
1.62 
0  15 
0.18 
3.60 
0.38 
0.59 
1.63 
3  38 
1.03 
1.06 
1.05 
1.44 
0.18 
1.'23 
0.78 
0.08 
0.50 
1.95 
1.08 
0.63 
2.73 
1.23 
1.32 
1.52 
2.04 
1.87 
0.64 
0.68 
0.19 

3.60 


Mar. 


0.87 
0.73 
0.54 
0  6S 
0  45 
l.t9 
U.M 
1.01 


Apr. 


1.38 

0.35 
0.36 
0.70 
0.06 
0.60 
0.08 
0.61 


Uay 


3.31 

;  0.72 

0.17 

1  2. 21 

0  69 

1.09 

0.86 

0  44 

1.63 

0.76 

2.21 

1.66 

O..Vi 

2.03 

0.65 

1.30 

O.U 

1.45 

l.:(4 

on 

3.08 

0.30 

1.S6 

0.55 

0.68 

1.20  . 

0.90 

0.38 

0.98 

0.71 

0.34 

0.30 

0.67 

0.89 

0.84 

2.43 

1.42 

0.20 

0.13 

0.19 

2. 15 

0.45 

0.90 

0.36 

0.67 

0.88 

0.69 

0.23 

1.30 

0.39 

1.32 

0.40 

0.91 

0.49 

1.37 

0.51 

1.82 

0.08 

1.41 

0.10 

1.16 

T. 

1.17 

0.23 

1.98 

0.81 

2.09 

0.80 

3.31 

2.43 

0.13 

0.15 
0.00 
0.23 
0.  U 
0.  24 
0.  l.S 
0.14 
0.93 
0.  84 
0.17 
0.15 
1.23 
0.12 
0.04 
0.21 
0.U3 
0.19 
1.29 

o.s:i 

0.61 
1.15 
0.14 

o.w 

0.27 
0.34 
0.61 
1.23 
0.77 
0.22 
0.46 
0  56 

T. 
0.30 
1.18 
1.42 
0.02 
0  24 

T. 
0.02 
0.15 
0.74 

1.42 


June 


July. 


0.00 
0.01 
0.01 
0.00 
o.co 
0.01 
0  (12 
0.01 
0.01 
0  00 
0  00 

o.uo 


0.01 

0.03 

0. 01 

0.13 

0.90 

0.04 

0.01 

0.01 

0.05 

0.00 

0.41 

0  02 

0.01  I  0  1)0 
0.00 
0  05 
0  23 
T. 
0.01 
0.01 
0.02 
0.  Ii9 
0.00 
0.02 
T. 
0.01 
0.04 
T. 
0.00 

o.co 

T. 

T. 

T. 
0.00 
0.02 
0.00 
0.05 

T. 
0.02 

T. 

T. 

T. 

T. 


Aug. 


1.23 
0.10 
0  01 
0.07 
0.10 
0.03 
0.05 
0.10 

T. 
0.03 
0.  -22 
0.00 
0.00 
0.19 
0.18 
0.01 
0.04 

T. 
0.00 

T. 

T. 
0.00 
0.23 
0.74 
0.01 

T. 
0.02 
0.03 
0.68 

1.23 


0.23 


0.02 
0.00 
0  05 
0.00 
O.UO 
0.01 
0  00 

T. 
0  02 
ft  00 
0  1)0 
0  00 
0.(X) 
0.03 

T. 
0.00 
0.01 
0.01 

T. 
0.00 
0.02 
0.(X) 
0.00 
0.00 
0.00 
0.06 

T. 

T. 

T. 

T. 

T. 

T. 

T. 
0.05 

T. 
0.08 
0.02 
0.01 
0.00 
0.00 
0.00 
0.00 


Sept 


0.00 
0.04 
0.00 
0.02 

o.co 

0.20 
0.00 
0  45 

T. 
0.00 
0.25 
0.28 
0. 42 
0.21 
0.11 
0.01 
0.18 
0.92 

T. 
0.31 
O.St 
0.02 
0.12 
1.04 
0.62 
0.41 
0.08 
0.73 
0.00 
0.45 
0.67 

T. 

T. 
3.58 

T. 
0  12 
0.  U 
0.10 
0.67 
0.04 

T. 
1.21 


Oct. 


0.C8     3.58 


0.07 
0.11 
0.77 
1..'8 
0.22 
1.39 
0.36 
1.27 
0.56 
0.05 
0.21 
1.40 
1.19 
1.15 
0.70 
0.72 
0.00 
O.Ofi 
2.03 
0.00 
0.03 
0.91 
0.10 
0.64 
0.06 
1.46 
1.41 
0.45 
1.94 
0.34 
0.43 
0.69 
0.1.5 
0.72 
T. 
0.01 
0.99 
0.44 
0.82 
0.48 
0.16 


Nov. 


1.24 

2.06 
0.80 
3.98 
2.37 
0.19 

o.te 

0.45 
1.38 
0.32 
1.34 
2.41 
1.01 
0.19 
2.58 
0.77 


Dec. 


3.14 
2.33 
2.33 
0.15 
1.50 
0.00 
1.11 
0.33 

L.-a 

2.36 
1.35 
0.78 
0.28 
2.07 
2.78 
1.10 


0.48  i  1.14 
1.68  i   1.51 


2.03 


0.92 
0.00 
0.26 
1.46 
1.69 
0.88 
1.06 
2.79 
0.42 
0.36 
1.51 
1.66 
1.20 
0.77 
2.39 
0.56 
0.38 
0.67 
0.02 
0.70 
0.97 
0.27 
0.45 


3.98 


1.46 
1.90 
2.21 
2.34 
0.97 
1.64 
0.51 
1.65 
1.02 
0.70 
1.17 
0.74 
II 

6 

7 

7 
6 
9 
1.41 
0.99 
0.66 


Greatest 
annual. 


0.01 

0.85 

1.06 

0.57 

0.65 

2.57 

0.96 

0.99 

3.14 
2.  ,36 
2.33 
3.98 
2.37 
1.80 
1.63 
1.98 
3.31 
2.36 
4.67 
2.41 
1.63 
2.21 
2. 78 
2.40 
3.60 
1.68 
3.08 
2.08 
3.38 
2.34 
1.69 
2.  PI 
1.96 
2.79 
1.42 
1.23 
2.15 
1.92 
1.95 
1.08 
2.39 
3.58 
1.23 
2.47 
1.82 
2.10 
1.87 
1.17 
2.48 


3.14 


Dates  when  the  precipitation  equaled  or  exceeded  2.50  inches  in 
any  consecutive  24  hours:  1871,  December  17-18,  2.83  inches;  1871, 
December  18-19,  3.14  inches:  1874,  November  22-23,  3.98  inches; 
1879,  March  4-5,  3.31  inches;  1881,  January  28-29,  4.67  inches;  1885, 
November  23-24,  2.58  inches;  1885,  December  21,  2.78  inches;  1887, 
February  4-5,  3.60  inches;  1889,  March  12-13,  3.08  inches;  1891, 
February  14-15,  3.38  inches;  1894,  January  19-20,  2.61  inches;  1896, 
November  23-24,  2.79  inches;  1904,  February  11-12,  2.73  inches; 
1904,  September  23,  3.58  inches. 

Maximum  rates  of  rainfall:  1901,  February  22,  5  minutes,  0.17 
of  an  inch;  10  minutes,  0.21;  1902,  October  23,  5  minutes,  0.16  of  an 
inch;  10  minutes,  0.20;  1903,  February  7,  5  minutes,  0.19  of  an  inch; 
10  minutes,  0.23;  1904,  September  23,  5  minutes,  0.16  of  an  inch;  10 
minutes,  0.32;  1904,  September  23,  in  15  minutes,  0.43;  in  30  minutes, 
0.74;  in  1  hour,  0.97;  in  2  hours,  1.29;  in  16  hours  15  minutes,  3.58 
inches;  1912,  March  5,  5  minutes,  0.10;  10  nunutes,  0.28;  15  minutes, 
0.53;  20  minutes,  0.72;  25  minutes,  0.77;  and  30  minutes,  0.78  of  an 
inch. 
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Fig.  1.    Hourly  pressure,  San  Francisco.    (Sco  level). 


Fig.  2.— Monthly  sea  level  pressure,  San  Francisco. 
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Fio.  3 — Mean  monthly  temperature  at  San  Francisco,  1S91-1910. 


Fig.  4.— Average  hourly  lemperamre  at  San  Francisco,  1S91-1910. 
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Fig.  5.— Mean  tioiirly  temperature  -Summer  ,  winter  . 
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Clovdy-less  than  SO'^<>  c/  possible  'Sun-shini 
Br-ig-ht   -St/nsshiTie-  Oyer  soy,,  ■■ 


Fig.  7.— Sunshine  at  San  Fran(Hco.!J-93-inil. 
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Fig.  9.— Average  monthly  wind  velocity,  IS9l-.|9in. 


Z6 
ZO 

o 

/Zd^S67a9  /0///^oor,  /  2  J  -4-  S  6    7  8  9  /OJ/ 

— 

> 

^ 

Aea 

" 

■^ 

^ 

^ 

^ 

— ■ 

H-i/j.U-f— ^— 

^-"•^ 



— 

— 

— 1 

^ 

— = 

— 

-^^^s-^ 

1 r—  r     ■ 

_ 

; 

"^ 

~ 

' 

" 

~ 

A" 

ea 

n 

' 

" 

Fig.  10.— Hourly  wind  velocity,  1H91-1910. 
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Fig.  12.— Aiinuul  frequoncy  o(  rainy  days,  San  Kram-lsoo. 


Fig.  13.— Annual  rainlall  at  San  Francisco,  1850-1911. 
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